A.  Yes, sir.

Q.  At that point you had not done any-
thing with welding the columns; right?

A.  No, sir.

Q.  So the inside was fully beaded?

A.  Yes, sir.

Q.  Did the crane go away then after you
finished that?

A.     To the best of my recollection it did.

Q.     Is this one of the long days that you worked?

A.     That we welded?

Q.     Yes.

A.     Yes, sir.

Q.     Putting the bin in place.

A.     Yes, sir.

Q.     Is that the day you worked about 20 hours?

A.     Probably so.

Q.     You welded the whole inside?

A.     Yes.

Q,     Did you start welding the outside that day?

A.     No, sir.

Q.     You went home when you finished on the inside?

A.  Yes, sir, we went home when we got the inside
made up and the belt put back on top and they started
running rock through.  They started it up.  We did
the work on the outside while they was running.

Q.  So the actual welding of the stub columns took
place --

A.  While they was running rock in the bin.
Q.  After miners' vacation?
A.  Yes.
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